1 Motel 

121 So. Sitgreaves St. (U. S. 66-89) 
FLAGSTAFF. ARIZONA 
Phone: 995-W 

II new, fully modern, insulated units, carpeted 
wall to wall. Panel ray heat. Garages. Close to 
Business District. One of Flagstaff's Newest. 
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